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27 May 1981 


DDA 


Harry: 

Concerning responses to the IG 
Report on QMS, all reporting deadlines 
to date have been met. 'Hie next QMS 
deadline is 20 June. 


Terry 


Acting E0/DHA 7D 24 Iiqs 

STAT 
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